Title: TI's are being Hacked 

Doug you're the guy who talked about Linux a bit and now you are saying you are 
hacked... 

Seems like TI's are being hacked. Some even install MINIX instead of LINUX. 
https://github.com/mrfaildeveloper/foolproof-os 

# foolproof-os 

#lets see, a live os with no other drives is foolproof... 
foolproof-os 

#lets see, a live os with no other drives is foolproof... 

Since all software is buggy... 

Even script kiddies can get you... 

Signals Intelligence, project Genie, Carnivore, FBI/NS A/CIA just knows... 

The only Fool Proof Operating system is a Five Operating System. 

This is because it deletes all the bull-shit at reboot. 

Here are the Kernels in order of Most Secure to Feast Secure: 


G00GFE>MINIX>MINIX3.0RG 

Microkernel (Minux) Most stable microkernel is more stable than unix or linux 
AIX really good IBM shit 

BSD/TrueOS/OpenBSD/FreeBSD even better unix 
linux even better linux 
multics old but better 

gnu better gnu andriod/chromeos/blackberry/symbian worst one ever 
apple/crapple/unix-like worst one ever 
NT worst one ever 


I have had zero issues running MX Finux. 

Same with Minix. BSD often requires a harder set-up. 

So here is an OS (linux based) and Five: 
libertarianlinux.blogspot.com 

BIN FIFE: https://docs.google.com/uc?export=download&id= 
0B8imKa43TiQzR011UENjaVBaQ2c 

sudo fdisk -1 

sudo dd if=mrfile.bin of=/dev/sd(x) bs=4M 
cat file.iso »/dev/sd(x) 

passwords are password and root for root account. 

Just get about 2-4 gigs of RAM then DONE. 







